ETag: "dbc88291a4331c4420d6926b85a5ef5b"
accept: text/html,application/xhtml+xml,application/xml;q=0.9,*/*;q=0.8
accept-encoding: gzip, deflate
accept-language: en-US,en;q=0.5
authorization: LOW XZj7ULDCAoXNiye3:REDACTED_BY_IA_S3
cache-control: no-cache
connection: close
content-length: 3291185
content-type: multipart/form-data; charset=UTF-8
dnt: 1
host: s3.us.archive.org
origin: https://archive.org
user-agent: Mozilla/5.0 (Macintosh; Intel Mac OS X 10.8; rv:21.0) Gecko/20100101 Firefox/21.0
x-amz-acl: bucket-owner-full-control
x-amz-auto-make-bucket: 1
x-archive-interactive-priority: 1
x-archive-meta-mediatype: texts
x-archive-meta01-collection: wwIIarchive
x-archive-meta01-creator: G-3, 84th Infantry Division
x-archive-meta01-date: 1943-02-01
x-archive-meta01-description: uri(%3Ci%3E%0ASignal%20Operation%20Instructions%20-%2084th%20Infantry%20Division%3C%2Fi%3E%201943-02-01%3Cbr%3E%09%0A%22This%20document%20contains%20codes%20for%20various%20types%20of%20communications%20used%20by%20the%2084th%20ID%2C%20including%20frequencies%2C%20call%20signs%2C%20names%20and%20numbers%20for%20each%20individual%20unit.%22%3Cbr%3EDigitized%20by%20the%20Combined%20Arms%20Research%20Library%20(CARL)%20Digital%20Library%2C%20US%20Army%20Combined%20Arms%20Center.%20%3Ca%20href%3D%22http%3A%2F%2Fcgsc.cdmhost.com%2Fcdm%2F%22%20title%3D%22Combined%20Arms%20Research%20Library%20(CARL)%20Digital%20Library%22%20rel%3D%22nofollow%22%3Ehttp%3A%2F%2Fcgsc.cdmhost.com%2Fcdm%2F%3C%2Fa%3E%3Cbr%3E)
x-archive-meta01-language: eng
x-archive-meta01-licenseurl: http://creativecommons.org/publicdomain/mark/1.0/
x-archive-meta01-scanner: Internet Archive HTML5 Uploader 1.4
x-archive-meta01-subject: WWII
x-archive-meta01-title: Signal Operation Instructions - 84th Infantry Division
x-archive-size-hint: 3291185
x-file-name: Signal Operation Instructions - 84th Infantry Division.pdf
x-file-size: 3291185
x-requested-with: XMLHttpRequest
x-upload-date: 2013-06-15T01:06:54.000Z
